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His left was covered in flank, and to some extent in front too, by the steep ravine of the Brock burn, which ran obliquely from the hill to the sea and separated the positions of the two armies. His infantry were posted in the centre, with their backs to the hillside. On the right, where the ground was more level and open, he had massed two-thirds of his cavalry. Leslie had twenty-two thousand men to Cromwell's eleven thousand, and told his soldiers they would have the English army, alive or dead, by seven next morning.
When Cromwell examined the new position of the Scots, he saw that his opportunity had come at last. Leslie's left, shut in between the hill and the ravine, was practically Useless, and his centre, cramped by the hill in its rear, had too little room to manoeuvre. Both Cromwell and Major-General Lambert agreed that if the Scottish right were beaten their whole army would be endangered.
That evening, in answer to Leslie's movement, Cromwell drew up his forces along the line of the ravine and about Broxmouth House, as if his sole purpose was to stand on the defensive. The night was stormy and wet, and after one or two alarms the Scots were convinced that he did not mean to attack. Just before dawn Cromwell pushed a strong body of horse and foot across the ravine, and under cover of a false attack on their left massed all the troops he could against their right and their centre. Lambert and Fleetwood, with six regiments of horse, attacked the Scottish right, while Monck, with about three thousand or four thousand foot, engaged the passesl's imperial scheme
